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V. An Account of the Quantities of Rain fatten in One Tear in Gre 
{batn Colledge, Lond. per Month > begun Auguft 12, 169 s', 
Monday Mornings and wafd every Monday Mornings till 
Auguft 12. 1696. by Pounds y Ounces, and Grains Troy 
Weight: The Diameter of the Vejfel which receives the Rain 
being 11 Inches and or 114 tenth parts of an Inch, whefe 
Area is 102 Inches more parts, and 4 of a hundredth pan. 
being little more then 102 Inches. 


Months Days 

Auguft 19 J 

26 ] 

It | Gr . 

2 6 21 6 

4 6 24 6 

September 2 

9 

16 

23 

3° 

9 A 9 6 

3 10 397 

O I 204 

0 6 336 

4 1 444 

Oftobcr 7 

*4? 

21 

28 

2 3 96 

■ 0 2 60 

0 1 234 

0 0 45 

November 41 

11 
18 

25 

0 0 207 

in 6 5 

1 1 309 

0 9 285 

December 2' 
9 

1 6 

23 

30 

0 8 126 

3 7 3 24 

1 3 435 

0 1 <5o 

5 8 93 

January 6 

13 

20 

27 

4 10 10$ 
0112 
1 10 4$o 

1 $ 82 


February 


3 

10 

*7 

24 


6 

4 

o 

o 


II 

9 

6 

2 


372 

242 

291 

180 


Months 

Days 

ft 

1 


March 

2 

0 

9 

12 


9 

0 

2 

459 


1 6 

0 

0 

396 


23 

4 

4 

269 


30 

1 

5 


April 

6 \ 

2 

3 

379 


»3 

1 

0 

294 


20 

2 

\ 

000 


27 

0 

7 

390 

May 

4i 

4 

IO 

49 


II 

7 

6 

000 


18 

6 

2 

109 


25 

1 

7 

60 

June 

I 

0 

0 

99 

8 

5 

(5 

150 


IS 

0 

2 

120 


22 

7 

5 

28$ 


29 

1 

$ 

84 

J uI Y 


0 

1 

120 

*3 

i<5 

1 

000 


20 

1 

7 

240 


27 

6 

1 

2 $6 

Auguft 

3 

1 

10 

120 


10 

i 

11 

90 


12 

0 

0 

0 

The Sum 


131 

7 

”3. 


—to 2 9 i'-t In- 


meter, wfc. 11. t j laches. 

Fig l l' £ V i C h l ¥r i am r±° ths Gl 4 es E ia Urge 

boh Head with a beck of Twenty Inches long, and capable of 

holding above Two Gallons. F. Is a Funnel, whofe Diameter 
being 11 Inches and £ from G.to H. 1 K. Are mo fays 
or Pack-Threads which are framed by Two Pins. L. M. To 
hold the Tunnel f eddy againft the High Winds. N. The Pipe 
of the Tunnel, at N. being not wider then l of an Inch, thorough 
■which the Evaporation can be but little. Gg g" yj 
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